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INSPECTION SHEET 
Drawing Actual Method of 
i Tolerance Accept | Reject : Comments 
Dimension Dimension p f Inspection 
0.098 +0.004/-0.001 
00.191 +0.005/-0.001 
0.500 +/-0.010 
0.59 +/-0.030 
0.405 +/-0.010 
4.600 +/-0.010 
3.64 +/-0.030 
4.81 +/-0.030 
4.10 +/-0.030 
5.41 +/-0.030 
0.66 +/-0.030 
4.000 +/-0.010 
0.063 +/-0.010 
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Measured by: Checked by: | QC Inspector: 
Date: Date: 


Engineering Approval: 
(If necessary) 
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C | 16.02.22 | Dimensions updated per Dwg Rev C 
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